Why would they be moved?    If there was one  they
were still inby.     If  there were two or if there was
one at  the canvas,   they're too far.     And I was just
basing mine on the check curtain.

In fact I think I measured that the check curtain
was seven and a half feet inby. And this was my whole
case. And the position of the curtain.

Q,     Had Mr.   Coccogna been right there on the scene
and explained to you how that check curtain came  to be
installed in the manner in which you found it,   had he
explained to you that he set  two  temporary jacks  on the
side along the rib line,   installed  the check curtain
and then removed  the jacks with a thirty foot bar and
hung a danger board up there and left the area,  would
that have been a violation?

Just a hypothetical?

A.     Okay.     From the position I saw the check curtain,
this  is what I'm basing it on.'   Probably the way he had
explained it using  that,   it's a possibility that  it
could be done.

But the way  I saw it when I was  in the section
and the  curtain being in such,   in the center -of the
face,   there would be no need  to remove any temporary
supports.

Q,     But you heard him testify  that he did in fact,
remove the two that were along the line curtain.

A.     To place here.

Q.     Yes,   and put  them back where he claims   they
were.

A.     Urn-hum,   okay,  well there's  a possibility.

Mr.   Baniak also  confirmed  that  the citation was abated by  another
inspector and that he was not present when the inspector met with the
midnight  crew to discuss his  citation and the approved roof control plan
(Tr.   238).
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